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S. R. O. No. 472 / 76. - Whereas it has been reported to Government that 
three consecutive meetings of the Naripetta Panchayat were convened by 
the Block Development Officer, Kunnuinmel Block for the election of the 
President of Naripetta Panchayat as per sub -section (2) of section 24 of Kerala 
Panchayats Act, 1960 (32 of 1960 ) and no one was elected as {President of the 
Panchayat due to want of quorum to the said meetings of the Panchayat; 

And whereas it is found that the obligatory functions of the Panchayat 
are held up and the Panchayat has failed to discharge its statutory , duties ; 

And whereas the Government are of opinion that the present Panchayat 
Committee persistently makes default in perforining the duties imposed 
on it by law ; 

And whereas the Panchayatcould not function with the existing members : 

And whereas Government have given reasonable opportunity to the 
Panchayat as per sub-section (2 ) of section 55 of the Kerala Panchayats Act, 
1960 (32 of 1960 ), to show cause why the Panchayat should not be superseded ; 

Now , therefore, in exercise of the powers conferred by sub- section (1) 
of section 55 of the said Act, the Government ofKerala herely supersede the 
Naripetta Panchayat with effect on and from the thirtieth day of April 
1976 upto and inclusive of 30th June 1976 . 

33 /1909 /MC. 
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II 


S. R. O.No. 473/ 76.- Whereas Government have in notification 
S. R. O. No. 472/76 dated 30-4-1976 superseded the Naripetta Panchayat ; 

And whereas, the Government are satisfied that the Panchayat cannot 
now be constituted by reason of difficulty in holding election of the members 
thereof for the said Panchayat ; 

Now , therefore, in exercise of the powers conferred by clause (a ) of sub 
section (1) of section 13 of the Kerala Panchayats Act, 1960 ( 32 of 1960 ) the 
Government of Kerala hereby appoint an Administrative Committee and a 
President thereof with the persons specified in the schedule below with effect 
from the First dayofMay 1976 and specify that the Administrative Committee 
and the President shall hold office till 30th June 1976 . 


Designation 


President 


Vice-President 


Member 


SCHEDULE 
Sl. No. Name and address ofmembers 
1 Sri M. Andru Haji, Slo Abdulla , Manikkoth 

House, P. O. Cheekkonnu 
2 Sri JA . C. Kunhikannan , S /o Koran , 

P. O. Cheekkonnu 
3 Sri Puthur Ahamad Haji, Slo Moideen , 

Puthur House, P. O. Naripetta 
4 Sri M.Chathu, S /o Kannan , Kollumal House , 

P. O. Thirur 
5 Sri M. Gopalan , Slo Kanaran , Mundayodummal 

House, P. O. Cheekkonnu 
6 Sri T. P. Sivaramakrishnan, Slo Kanaran , 

P. O. Checkkonnu 
7 Sri T. V. Kunhammad Haji, S /o Pallikutty, 

Thiruvattery House, P. O. Cheekkonnu 
3 Sri K. T. K. Kumaran, S /o Kunhan , 

P. O.Naripetta (via ) Kollachy 


Member 


Member 


Member 


Member 


Scheduled Caste 
Member 


9 Smt. Gracy Chacko, Wife of C. M. Chacko, 

Choorapozhikayil Hous 2.0 . Velliyode 


Woman Mernber . 


By order of the Governor, 
N. GOPALAKRISHNAN NAIR , 

Special Secretary 
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Faxplanatory Note 
( This is not part of theNotification but is intended to indicate its general 
purport). 

It has been reported to Government that the present Panchayat Committee 
of Naripetta persistently makes default in performing the duties imposed 
on it by law . Government have therefore decided to supersede the Naripetta 
Panchayat and to appoint an Administrative Committee in its place in order 
to carry on the functions of the Panchayat effectively. This notification is 
issued for the above purpose . 
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KERALA STATE ELECTRICITY BOARD 


NOTIFICATION 


B.O.No.TR - II.3193 /76-1. 

Dated , Trivandrum 28th April, 1976 . 
In exercise of the powers conferred by Section 46 of the Electricity 
(Supply) Act, 1948 and provisions of the Kerala State Electricity Board 
Grid Tariff ) Regulations, 1966 and other enabling provisions in the Statute, 
the Board is pleased to fix the following Grid Tariffs: 


1. Grid Tariff for Licensees for supply at 11 K.V. 
Demand charges 

Rs. 22/KVA of billing demand 

month PLUS 
Encrgy charges 

@ 9 paisc /unit for the first 250 units 
KVÀ of billing demand * /month 
PLUS 
@ 8 paise /unit for the next 250 units / 
KVÁ of billing demand /month 
PLUS 

7 paise /unit for the balance con 

sumption in the month . 
Monthly minimum charges Demand charges as above . 

payable 
83 /1914 /MC 


2 


2 . 


. 


2. Grid tariff for Licensees for supply at 66 K.V. 
Demand charges 

Rs. 22 /KVA of billing demand **/ 

month PLUS 
Energy charges 

@ 5 paise /unit for all units consumed . 
Monthly minimum charges Demand charges as above. 

payable 
* Billing demand for 11 KV supply shall be the actual maximum demand for 

the month or 75 % of the contract demand/connected load (which 

ever is relevant to the supply agreement) or 50 KVA whichever is higher. 
** Billing demand for 66 KV supply shall be the actual maximum demand for 

the month or 75 % of the contract demand or 5,000 KVA whichever is 

higher . 
Note:-For billing purposes each point of supply shall be treated as a separate 

consumer for both the above tarifls. 


General: 

(a ) This order shall be known as the Kerala State Electricity Board 
Grid Tariff Order 1976 . 

(b ) These tariffs shall come into force with effect from 1st August, 1976 . 

( c ) These tariffs as above said fix and/ or enhance the tariffs framed by 
the Board under Board Order No. DII- 13122/69 dated 19-12-1969, under 
Kerala State Electricity Board (Grid Tariffs) Regulations, 1966 . 

(d ) These tariffs are subject to revision and/or surcharges that may be 
levied by the Board or Government from time to time, as and when necessary 
and also subject to other miscellaneous charges for supply of power by the 
Board as per the General Conditions of supply in force from time to time. 

(e) These tariffs are exclusive of duty, taxes and/or other charges levied 
by the Government and /or other competent authorities which are payable 
in addition to the Grid Tariff . 


By order of the Board , 
R. RAVI VARMA , 

Secretary. 
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KERALA STATE ELECTRICITY BOARD 


NOTIFICATION 


B. O. No. TR . II - 3193 /76 - II. Dated , Trivandrum , 28th April, 1976 . 

Since the revision of Tariff for supply of electricity effected from 1-1-1970, 
the prices of all commodities and services including plant and equipment, 
construction materials etc., and salaries and wages of employees have risen 
thereby increasing the operation and maintenance cost of system . According 
to Section 59 of the Electricity (Supply) Act 1948 , the Board shall not as 
far as practicable carry on its operations at a loss and shall adjust its charges 
accordingly from time to time. 

The Kerala State Electricity Board now , therefore, in exercise of the 
powers conferred by Sections 49 and 59 of the Electricity (Supply ) Act, 1918 
and the provisions of the Kerala State Electricity Board General Tariff 
Regulationsmade under sub -section (j) of Section 79 of the Electricity (Supply) 
Act 1948 published as B.O. No. Law /R . 18557/56 dated 28th October, 1966 
as amended by B.O. No. D. II - 13122 /68 dated 21-11-1969 and other cnabling 
provisions in the Statutes, hereby make the following revisions in Tariff and 
issues the following order for the sale of Electrical Energy from the Board s 
power system . 

ORDER 
1. This order may be called " The Kerala State Electricity Board High 
Tension and Low Tension (Agriculture and Public Lightäng) Tarilt Revision 
Order , 1976" . 

33 / 1911/M.C . 
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2. It shall apply to all categories of High Tension consumers and Low 
Tension (Agricultural and Public Lighting) consumers, as detailed in the 
revised Tariff given below , to whom electrical energy is supplied by the 
Kerala State Electricity Board . 

3. High Tension consumer means a consumer who is supplied with 
electrical energy at a voltage of either 22000 Volts or 11000 Volts under 
normal conditions and Low Tension consumer means a consumer who is 
supplied with electrical energy at a voltage of either 230 Volts (Single Phase) 
or 400 Volts (three phase ), the voltages, however, being subject to allowable 
percentage variation indicated in the respective agreements with the Board 
or allowed under the Indian Electricity Rules 1956 . 

4. The Tariff as per this order shall be effective from the actual date of 
meter reading in July 1976 and where no meter reading is taken in that month , 
from the date in thatmonth corresponding to the date in which meter reading 
was last taken in any of the prior months. 

5. Unless the context otherwise requires words and expressions used 
in this order and defined in the Indian Electricity Act 1910 (Central Act 9 
of 1910 ) and/or in the Electricity (Supply) Act 1948 (Central Act 54 of 1948) 
and /or in the conditions of supply of Electrical Energy issued by the Kerala 
State Electricity Board shall have the meanings respectively assigned to them 
in the Acts and the Kerala State Electricity Board regulations mentioned 
above. 

6. This order shall apply to all High and Low Tension Consumers 
mentioned in the categories detailed below , to whom the Board has under 
taken or undertakes to supply energy, notwithstanding anything to the 
contrary contained in any Agreement earlier entered into with any con 
sumer by the Government or Board or in any of the Tariff Regulations or 
Rules and/or orders previously issued . 

7. The consumers have been re-categorised and/or reclassified according 
to their load requirements , nature of load , the benefits social or otherwise 
that may accrue to the State and / or the power system etc. 

8. The Tariffs given below are exclusive of Electricity duty, taxes and 
other charges and /or minimums levied or that may be levied by the Govern 
ment, the Board and /or other competent authorities. These are payable 
in addition to the charges as per the tariff. 

9. Billing Demand for a month (for the purposes of this order) shall be 
the actualmaximum demand recorded for themonth or 75 % of the contract 
demand /connected load (whichever is relevant to the service connection 
agreement executed by the consumer) or 50 KVA whichever is higher. 

In cases where the power factor for the month is not known the con 
version from KVA to KW or vice versa will be based on an average 
assumed power factor of 0.80 . 
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10. The new rates of tariff applicable to the various classes and /or catc 
gories of consumers shall be as given below . These tariffs are subject to 
revision and/or surcharges that may be levied by the Board or Government 
from time to time as and when necessary and are also subject to other miscel 
lancous charges for supply of power by the Board as per the conditions of 
supply of the Board from time to time. 
A. H. T. TARIFF - APPLICABLE TO 11 KV/ 22 KV CONSUMERS 
( 1) H. T. I. - Industrial 

(a) Demand charges at Rs. 22/KVA of billing demand/month PLUS 
(b ) Energy charges for the 1st 250 Units /KVA of billing demand / 

month at paise 6 /Unit. 
For the next 250 Units/KVA of billing Demand /month at paise 
5 /Unit. 

For the balance at paise 4/Unit. 
NOTE : 

FACTORY LICHTING AND COLONY LIGHTING OF H. T. I. CONSUMERS 

(i) Factory lighting. - When the total connected lighting load for the 
factory is less than 5 % of the connected load for power, it can be tapped off 
power Mains without segregation . When the lighting load exceeds this 
limit, the whole lighting load shall be segregated and metered by a sub meter 
and the lighting consumption in excess over 10 % of the bulk energy 
sumption for power proper, shall be charged @ 10 Ps./Unit (KWH ) extra . 

(ii ) Colony supply.-- When taken from consumer s H. T. supply, it 
shall be segregated and metered by means of a sub -meter and the consump 
tion will be charged at 10 Ps./Unit (KWH ) extra . 

(iii ) Where segregation in respect of factory lighting and colony supply 
is obligatory as stated in clauses (i) and (ii) above, but the consumer fails to 
segregate, his monthly energy charges as per the normal tariff applicable 
will be increased by 20 % . 

(2 ) H. T. II - Non - Industrial 

Applicable to consumers such as Hotels, Lodges, Commercial establish 
ments, Business Houses, Plantation Estates , Film Studios, Cinema Theatres etc. 

Demand charge at Rs. 22/KVA of Billing Demand /month PLUS 
Energy charges at 12 Ps./Unit for all units consumed . 
(3 ) H. T. III - Public Utility 

Applicable to Non -industrial and Non - commercial consumers such as 
Aerodromes,Radio Stations, Telephone Exchanges, Public Water Works and 
Public Offices, run by Central State Government, Local Bodies, Technical 
and Educational Institutions and Hostels run by or affiliated to Universities 
or Government Departinents and Hospitals and Nursing Homes . 


con 
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Demand charges at Rs. 22 /KVA of Billing Demand /month PLUS 
Energy charges at 10 Ps./Unit for all Units consumed. 
(4 ) H. T. IV - Agricultural 

Applicable to Agricultural consumers for all cultivations including 
dewatering and lift irrigation . 

Demand charges at Rs. 22 /KVA of Billing Demand/month PLUS 
Energy charges at 6 Ps./Unit for all units consumed . 
(5 ) H. T. V - Colonies supplied with energy at H. T. by the 

Board . 
Applicable to colonies and Townships of E. H. T. and H. T. consumers, 
Railways, Military campuses, Government quarters, where the load is pre 
dominantly lighting. Loads that can be permitted under this tariff are 
domestic quarters, street lighting and pumping water for domestic purposes 
only where the transformer, L. T. lines and service mains etc., belong to the 
consumer and where resale of energy is not involved . 

Demand charges at Rs. 22/KVA of Billing Demand/month PLUS 
Energy charges at 15 Ps./Unit for all units consumed . 


H. T. Seasonal loads 
Applicable to Industrial or Agricultural consumers 

( H. T. I and H. T. IV ) only 
Consumers with seasonal loads shall register themselves with the Board 
as seasonal consumers for getting the benefits thereof. 

1. If the seasonal consumer uses his supply for different purposes during 
different seasons (Periods) and if he does not register as a seasonable consumer , 
he shall be charged at the highest tariff applicable for the various operations 
for the whole year . 

2. If such a consumer registers with the Board as a seasonal consumer 
and specifies the periods during which the supply is used for different purposes, 
the tariff rates applicable for each use shall be applied during the concerned 
periods. 

3. If the registered seasonal consumer utilises the service for any purpose 
other than the one for which he has registered during the relevant periods, 
the highest of the Tariffs applicable to the different uses shall be charged 
for the entire period . 

4. When a registered seasonal consumer does not use his supply for a 
few months at all outside the scason (period ), he should agree to disconnection 
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without notice upon the expiry of the period and pay higher rates during 
the working seasons to compensate loss to the Board as given below : 

(i) Demand charges shall be increased by 5 (12 - N ) % where N is 
the Number of months during which the consumer registers himself with the 
Board to utilise the service in the year. 

(i ) There will be no Billing for the idling period . 

( iii) The service to the consumer will be disconnected without notice 
immediately on termination of the registered period unless the consumer 
asks for continuance of the service during the idle period for which also he 
will be charged at the same seasonal rate applicable for the original period . 

(iv) Monthly Minimum , equivalent to Demand charges for 75 % of 
the contract Demand, increased as per (i) above shall be collected from the 
consumer in each of the working month. 

(v) For registration as a seasonal consumer, the consumer should have 
a minimum of four working months per annum or he should guarantee a 
minimum equivalent thereto for the working season . 

Lighting for Industrial seasonal consumers.--Concessions as applicable in 
the case of H. T. I. - Industrial consumers will apply. 

B : L.T. TARIFF (APPLICABLE TO 230/400 VOLTS CONSUMERS) 
1. L. T. Agricultural. 

(All cultivation including dewatering and lift irrigation . The 
Government Poultry and Live Stock farms will also be included under 
this category). 
(a ) For Single phase or three phase supply for motors below 5 KW . 
Fixed charges at Rs. 5 /month /meter 

PLUS 
Energy charges at 10 Ps./Unit for all units consumed . 
(b ) For three phase supply for motors of 5 KW and above. 
Fixed charges at Rs. 10 /month /meter 

PLUS 
Energy charges at 10 Ps./Unit for all units consumed . 
2. L. T. Public Lighting. 

Case 1. Un -metered Public Lighting 

(Where Board s lincs exist and light fittings original installation and 
replacements and maintenance done by the Board .) 
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Composite tariff as per Annexure A will be applicable. Rate /lamp/ 
month are given for various categories of lights and for various duration of 
burning for lamps on consecutive posts . 
Case II — Metered Public Lighting 

(Same as Case I but metered). 
Annexure B gives the fixed charges applicable per lamp per month 
for various categories of lights and various durations of burnings for lamps 
on consecutive posts. The energy charges will be payable extra, over and 
above the fixed charges as shown in the said Annexure at 30 Ps./Unit. This 
tariff is subject to a monthly minimum (for fixed charges plus energy charges) 
per lamp (as given in the said " Annexure for lamps on consecutive posts). 
Case III - Un-metered Public Lighting 

(Where Board s lines exist, but light fittings, original installation , 
replacement of fittings and parts including bulbs/ tubes to be provided by the 
consumer at his cost . Maintenance will be done by the Board at its cost .) 

Annexure C gives the composite rates per lamp per month for various 
types of lamps and for various duration of burning for lamps on consecutive 
posts . 
Case IV - Metered Public Lighting : 

(Same as case III, but metered ) . 

Annexure D gives the fixed charges, for various types of lamps, for 
lamps on consecutive posts. Energy charges will be payable extra, over 
and above the fixed charges as shown in the said Annexure at 30 paisc/unit. 
This tariff is subject to a monthly minimum (for fixed charges plus energy 
charges) per lamp (as given in the said annexure for lamps on consecutive 
posts). 
Note:-1. (a ) Where lamps on alternate posts alone are provided extra 

charges will be levied at 75 paise /lamp/month , over and 

above the rate shown in the annexures . 
(b ) Monthly minimum in 1 (a ) above will be Re. 1.00 per lamp/ 

month extra over and above the monthly minimum shown 

in the annexures. 
2. Metered tariff Cases II and IV will not be available when number 
of lights (on consecutive or alternate posts) per meter is less than 20 (twenty). 

3 .. Where Public Lighting is to be done after extension of fresh 
lines the following additional charges will also be payable over and above the 
charges payable as per annexures. 

For lights on consecutive posts Rs. 4.75 per inonth per lamp . 
For lights on alternate posts Rs. 9.50 per lamp per month . 
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consumers 


consumers 


4. Street lights in campuses where lights are provided by the consumer 
on his own lines, L. T. metered supply will be given at 30 paise per unit plus 
fixed charges at Rs. 4. per meter per month and subject to other conditions 
regarding service lines or line extension minimum etc. 

5. Supply to Light Houses where taken from Board s Street Mains 
will be charged at appropriate Public Lighting tariff. Where L. T. metered 
and independent supply is taken the tariff rate applicable will be at 30 paise 
per unit plus fixed charges of Rs. 4 per month per meter and subject to other 
conditions regarding service line or line extension minimum etc. 

11. (a ) Monthly minimum charges in the case of H. T. 
will be equivalent to the Demand charges payable by them for that month 
plus other minimums where applicable. 

(b ) Monthly minimum charges in the case of L. T. 
will be equivalent to the fixed charges payable by them plus other minimum 
where applicable . 

The monthly minimum is payable even during periods of disconnection 
due to the fault of the consumer . 

(Other minimumssuch as minimum guarantee for line extension, service 
connection etc., are payable by the consumer as per agreement/rules. The 
fixed charges part viz., Demand charge part shall be excluded in computing 
the liability to pay such minimums). 

12. Separate charges will not be collected from the consumers towards 
service charges or meter hire. 

13. Notwithstanding anything contained in this order the Kerala State 
Electricity Board may, in public interest and for valid reasons to be recorded 
in writing , exempt any consumer from payment of charges at rates contained 
in this order or agree to supply energy at such rates as may be agreed to with 
such consumer but subject only to the provisions contained in Section 49 
of the Electricity (Supply) Act 1948 . 


By order of the Board , 

( Sd .) 
R. RAVI VARMA, 

Secretary . 
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ANNEXURE A 


PUBLIC LIGHTING TARIFF RATES 


(Rates in Rupees per lamp/month for lamps on consecutive Posts ) 

CASE - I Composite Tariff 


4 


6 


8 


10 


Burning hours per day 


11 


12 


Sl. No. 


Category 


Rs. 


Rs. 


Rs. 


Rs. 


Rs. 


Rs. 


5.75 


6.75 


7.75 


8.15 


8.50 


6.90 


8.25 


9.70 


10.40 


11.15 


8.95 


11.00 


13.10 


14.15 


15.20 


11.15 


13.80 


15.20 


16:20 


17.20 


16.15 


19.25 


22.15 


23.80 


25.50 


1 25 watts/ 40 watts metal 
filament lamps 

4.75 
2 60 watts Metal filament 
lamp 

5.50 
3 100 watts Metal 
filament lamp 

6.85 
4 40 watts Flour 
escent lamp 

10.25 
5 2 x 40 watts Flour 
escent lamp 

13.25 
6 80 watts /125 watts 
• Mercury /Sodium 

vapour lamp 26.35 
7 160 wattsMercury/ 

Sodium vapour lamp 45.25 
8 250 watts Mercury / 

Sodium vapour 
lamp 

48.65 
9 400 watts Mercury / 

Sodium vapour 
lamp 

62.50 
10 1000 watts Flood 
light 

51.10 


29.85 


33.35 


36.85 


38.55 


40.30 


50.60 


55.95 


61.35 


64.00 


66.70 


55.70 


62.80 


69.85 


73.40 


76.95 


73.80 


85.15 


96.35 102.10 107.90 


74.30 


97.40 120.60 132.20 143.80 
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ANNEXURE B 


PUBLIC LIGHTING TARIFF RATES 
(Rates in Rs. per lamp/month for lamps on consecutive posts ) 


CASE - II 


Burning hours per day 


Fixed charges only 
8 

10 


6 


11 


12 


Sl. No. Category 


Rs. 


Rs. 


Rs. 


Rs. 


Rs. 


Rs. 


4.00 


4.25 
6.00 


4.35 


4.50 


4.00 


4.25 
7.00 


4.50 


4.75 


+.05 


4.50 


4.65 


4.35 
9.00 


10.50 


10.75 
11.00 


11.25 


12.00 


12.00 


13.00 
16.00 


13.75 


14.50 


1. 25 watts/40 watts 

Metal filament lamps 3.50 3.75 

Monthly minimum .. 
2 60 watts Metal 
filament lamp 

3.50 3.75 
Monthly minimum .. 
3. 100 watts Metal 
filament lamp 

3.50 3.80 
Monthly minimum .. 
4. 40 watts Flourescent 
lamp 

8.50 8.75 
Monthly minimum .. 
5.2 x 40 watts Floures 
cent lamp 

9.75 10.75 
Monthly minimum .. 
6 80 watts/ 125 watts 

Mercury /Sodium 
vapour lanıp 21.25 22.25 

Monthly minimum .. 
7 160 watts Mercury / 

Sodium vapour 
lamp 

38.00 39.75 
Monthly minimum .. 
8 250 watts Mercury / 

Sodium vapour 
lamp 

38.25 39.75 
Monthly minimum .. 
9 400 watts Mercury 

Sodium vapour 
lamp 

+4.50 

+6.75 
Monthly minimun .. 
10 1000 watts flood 
lights 

14.75 19.50 
Monthly ininimum .. 


23.00 


24.25 


24.75 


24.00 
30.00 


41.50 


+3.50 
51.00 


+4.25 


45.00 


+1.75 


+3.25 
56.00 


14.25 


45.25 


48.75 


51.00 
74.00 


52.50 


53.50 


2 +.50 


31.75 


34.25 


29.25 
74.00 


33/1911/MC 
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ANNEXURE 


a 


PUBLIC LIGHTING TARIFF RATES 


(Rates in Rs. per lamp/month for lamps on consecutive posts ) 

CASE - III 


Burning hours per day 


4 


6 


8 


10 


11 


12 


Sl.No. Category 


Rs. 


Rs. 


Rs. 


Rs. 


Rs. 


Rs. 


5.25 


6.00 


6.75 


7.15 


7.50 


6.40 


7.50 


8.60 


9.20 


9.75 


6.60 


8.40 


10.20 


12.00 


12.90 


13.80 


9.75 


10.65 


11.55 


12.05 


12.50 


12.65 


14.50 


16.40 


17.30 


18.25 


1 25 watts / 40 watts 
Metal filament 
lamps 

4.50 
2 60 watts Metal 

filament lamp 5.25 
3. 100 watts Metal 

filament lamp 
+ 40 watts Flourescent 
lamp 

8.85 
5 2 x 40 watts Floures 
cent lamp 

10.75 
6 80 watts /125 watts 

Mercury /Sodium 
vapour lamp 

16.00 
7. 160 watts Mercury / 

Sodium vapourlamp 18.05 
8 250 watts Mercuryl 

Sodium vapour lamp 21.45 
9 400 watts Mercury/ 

Sodium vapour lamp 29.00 
10 1000 watts flood 
lights 

43.60 


18.65 


21.25 


23.90 


25.20 


26.50 


21.70 


25.35 


29.00 


30.80 


32.60 


26.80 


32.20 


37.50 


40.20 


42.90 


38.10 


47.25 


56.35 


60.90 


63,50 


61.90 


80.20 


98.50 107.65 116.80 


ANNEXURE D 
PUBLIC LIGHTING TARIFF RATES 


(Rates in Rs. per lamp/month for lamps on consecutive posts) 

CASE - IV 


Burning hours per day 


Fixed charges only 


Sl. No.: Category 


Rs. 


3.25 
5.00 
3.25 
6.00 
3.25 
8.00 
7.25 
10.00 

7.25 
13.00 


1. 25 watts /40 watts 

Metal filament lamps 
Monthly minimum 
2 60 watts Metal filament lamp 

Monthly minimum 
3 100 watts Metal filament lamp 

Monthly minimum 
4 40 watts Flourescent lamp 

Monthly minimum 
5 2 x 40 watts Flourescent lamp 

Monthly minimum 
6 80 watts/ 125 watts Mercury /Sodium 

vapour lamp 

Monthly minimum 
7 160 watts Mercury/Sodium vapour 

lamp 

Monthly minimum 
8 250 watts Mercury / Sodium vapour 

lamps 

Monthly minimum 
9 400 watts Mercury /Sodium vapour 

lamp 

Monthly minimum 
10 1000 watts Flood lights 

Monthly minimum 


11.00 
19.00 


11.00 
22.00 


11.00 
27.00 


11.00 


38.00 

7.25 
62.00 
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GOVERNMENT OF KERALA 


General Education ( N ) Department 


NOTIFICATION 


No. 68921/N1/75 /G.Edn . 

Dated , Trivandrum , 30th April 1976 . 
S. R. O.No. 480 /76.- Whereas, the Government are satisfied that in 
the interests of the pupils of the school, it isnecessary to take over the manage 
ment of the Aided Upper Primary School, Kannambra in Kannambra Village, 
Alathur Taluk , Palghat District; 

Now , therefore, in exercise of the powers conferred by sub -section (2 ) 
of section 14 of the Kerala Education Act, 1958 (6 of 1959 ) read with sub 
rule (5) of rule 1 of Chapter XX of the Kerala Education Rules, 1959, it is 
hereby notified that the management of the said school shall be taken over 
by the Government of Kerala after seven days from the date of publication 
of this notification . 


By order of the Governor, 

K. MOHANACHANDRAN , 
Additional Secretary to Government. 


33 1924 /MO. 


2 


Explanatory Note 
( This does not form part of the notification , but is intended to indicate 
its general purport .) 

The Manager, A. U. P. School, Kannambra issued notice stating his 
intention to close down the school with effect from 1-6-1975. The local 
people constituted Kannambra U. P. School Welfare Committee and jointly 
with Kannambra Panchayat requested the Manager to extend the period 
up to 1-5-1976 . The notice period will expire on that date and the Manager 
will close down the school. This will adversely affect the interest of the pupils 
of that school. Therefore ,Government have decided to take over the manage 
ment of the school. This notification is intended to complete the first step 
towards implementing the above decision . 
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ELECTION COMMISSION OF INDIA 

Ashok Road, New Delhi- 1, 

Dated , 24th April 1976 . 
NOTIFICATION 
No. 429/KL/76. - In exercise of the powers conferred by sub-section (1) 
of section 13C of the Representation of the People Act, 1950, (43 of 1950 ), 
the Election Commission hereby directs that the following further amend 
ments shall be made in its notification No. 429/KL /74 (1) dated 21st September 
1974 , namely : 
- In column 2 of the Table appended to the said notification , for the 
existing entries at serial No. 1 against item Nos. 5 , 7 , 10 , 13 and 16 , the 
following entries shall respectively be substituted : 

" Special Tahsildar (LR . 1), Nileswar" 
" Special Tahsildar (LR . 1), Payyannur" 
" Special Tahsildar (LR ." 1), Cannanore" 
" Special Tahsildar (LR . 1), Tellicherry" 

" Special Tahsildar (LR ), Manantoddy" 
The above amendments shall be deemed to have taken effect from 
1-4-1976 . 


By order , 

V. NAGASUBRAMANIAN , 
Secretary to the Election Commission of India . 
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